From: Judith Ferster [jferster@ncsu.edu] 

Sent: 1/24/2018 10:01:09 PM 

To: Tarr, Jeremy M [/o=Exchangel_abs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl]; Regan, Michael S 
[/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

Subject: [External] WE don't need the ACP 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Please don't approve the Atlantic Coast Pipeline, The company has never satisfied the requirements of the EIS 
and even if they had, it is likely that the construction will do damage to the environmSincerents in it its 
path. The last thing in the world we should be doing is constructing new fossil fuel infrastructure. Renewables 
are the way to go to meed our energy needs. 

Sincerely, 

Judith Ferster 










